THEY'RE A PERMANENT IMPROVEMENT 

NOT A SHORT CUT 



Wheeling 

CORRUGATING COMPANY ^ i 



FIRE SAFE 

STEEL CEILINGS 



In keeping with the modern trend Wheeling continues to design new patterns 
for the purpose of creating entirely new and pleasing effects in ceilings of old or new 
buildings. For the ceilings of the new building there are many patterns to harmonize 
with the type of construction. For the old building the Wheeling Steel Ceiling will 
transform a long used plastered ceiling into a bright, modern and fire-safe ceiling 
in minimum time. Installation is made right over the old ceiling without removing 
plaster. 

All Wheeling Steel Ceilings are fire -safe. They are a definite protection to 
property because they are a barrier to fire. Every plate or unit is equipped with 
Wheeling's repressed bead joints and die-cut nail holes which account for ease of 
installation. 



Wheeling Corrugating Company, Wheeling, W. Va. 

NEW YORK ST, LOUIS CHICAGO PHILADELPHIA BUFFALO LOUISVILLE 

KANSAS CITY ATLANTA MINNEAPOLIS COLUMBUS. OHIO RICHMOND DETROIT 



PRINTED IN U. S. A. 




Aluminum Priming Grey Priming 

No. 5040-AL 24" Multiple No. 5 040 

24"x48" $9.00 per 100 sq. ft. 24"x48" $8.00 per 100 sq. ft. 

24"x96" $9.00 per 100 sq. ft. 24"x96" $8.00 per 100 sq. ft. 

24"x24" $9.50 per 100 sq. ft. 24"x24" - .„ $8.50 per 100 sq. ft. 
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Aluminum Priming 
No. 5042-AL Outer Corner 

12"xl2" 12<t each 

Grey Priming 
No. 5042 Outer Corner 

12"xl2" 10/ 2 ^ each 



Aluminum Priming 
No. 5041-AL Border 

12"x48" $10.00 per 100 sq. ft. 

12"x24" $10.50 per 100 sq. ft. 

Grey Priming 
No. 5041 

12"x48" $9.00 per 100 sq. ft. 

12"x24" $9.50 per 100 sq. ft. 



Aluminum Priming 
No. 5043-AL Corner 

24"x24" }6(- each 

Grey Priming 
No. 5043 Corner 

24"x24" 32^ each 





No. 4794 Flush Back Panel 24" Multiple 

24"x48" $8.00 per 100 sq. ft. 

24"x96" $8.00 per 100 sq. ft. 

24"x24" $8.50 per 100 sq. ft. 






New and Modern 
Wheeling Steel Ceiling 

with Repressed Bead Joints 
Die Cut Nail Holes 




No. 8650 CEILING DESIGN 
Cornice 5010 100 per lineal foot 
Filler 4571 $8.00 per Square 

Plate 5000 $8.00 per Square 



24 In. Multiple Field Plate 5000 
Average List Price $8.60 Per 100 Sq. 
Nails and Furring Strips Extra. 



Ft. 




No. 8 660-AL Ceiling Design 
Aluminum Priming 



Cornice 


5 034-AL 


Filler 


5 007-AL 


Border 


5042-AL 


Field 


5 040-AL 


No. 8660 


Ceiling Design 


Grey Priming 


Cornice 


5034 


Filler 


5 007 


Border 


5042 


Field 


5040 



24" Multiple Field Plates 5040-AL 

$9.75 Average List Price per 100 sq. ft. including 4 Cornice Mitres, 



$8.75 Average List Price per 100 sq. ft. including 4 Cornice Mitres. 
Additional Cornice Mitres, Nails and Furring Strips Extra. 




No. 8477 Ceiling Design 



24" Multiple Field Panel 4794, Flush Back 



Cornice 


4819 


Average List Price $8.65 per 100 sq. ft. including 4 Cornice Mitres. 


Filler 


4571 


Additional Cornice Mitres, Nails and Furring Strips Extra. 


Field 


4794 


'Hi ' • 



